St. dTXtary of the <r Plains hospital 

Conducted by the Sisters of St. Joseph. 

One of the first Hospitals to be entirely air-conditioned 
in the United States. 

Situated opposite the beautiful Texas Technological 
College Campus. 
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St. dMary of the Tlains Hospital 

LUBBOCK, TEXAS 
































